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. _ ^ . : ^ . ADVISORY LISI OF INSTRUcilORAL MElJU 
^ ' : ' FOR . V 

, X' ' \ VOCATIONAL EDUCATION 

This bibliogra|)hy includes instructional media appropriate to the 
programs in the schools. The items are listed by type o"*f media* 
listing is as follows: ^ - 



/ocational Education 
a order of the 



activity cardg'' 
art |5rints 
books ' ' . 

books X^or teacher use) 

bookS; (reference) 

books (su|>plementary texts) 

books -with recordings 

calendars 

charts « * 

, dictionaries ' . 

duplicating masters 
' f.ilm loops ('silent) ' ' 

''film loops (sound) * 

films (16mm) 



, films trips (silent) 
f ilmstrip^ . (sound) . 
games. ')^\ 
gldbes 



aed materials 



kits "'^Hl;^ 
manipulative^ devices' 
maps I <; 

measuring t^pes 
microfiorms 1 ^ 
mini-units ' - 
mode^X^ 

periodicals ' ^ 
pictures 



progran 
puzzlei 
realial 

tecordlngs (Cassette tapes) 
record] 
recordj 
reprir 
shorts 
slide 
slide S€ 
3tqdy prints 
tr^nspatenc*ies 
videotapes 

workljtooks wj^th recordings 



posters 

The absence' from this list of a g±v^«type\)f media indicates"^ that no media of^that ,type 
were reviewed or that none Were deemed worthj^ o*f, be*ing called to the attention of 
schools. T^e hame of a afchool administrative unit appearing after an annotation 
indicates that educators in th^t school system reviewed the item annotated and s^mitted 
, the ^information* for inclusion on tife ADVISORY- . LISTS . Occasionally, such items may 
not appear on display at\ the ^Materials "Review arid Evaluation Center ^ in Raleigh. ^* 
Educators should bear /in mind that materials included oti this lisr were selected from 
those^which publishers chose to 'submit for evaluation and m^y assume that materials 
available for purchase not^ appearing on the list either were' not. submitted for 

* evaluation- or received unf a vorable= reviews. Informatipn about negative reviews, which 
do not appear, on this bibliography, cati be obtained by writi*ng or calling the Materials 
Review and Evaliiation Center. • At the end of this' bibliography may be found an 

^unannotated list of books which have had favorable 'reviews, in reliable reviewing sources 

^ . The levels at which the media may be used most effectively are indicated by "K" (Kinder- 

garten), "prim" '(primary: Grades 1-3), "^lem" (elementary^': Grades 4-6), "jhs^' (junior 

high school: Grades 7-8[9]), arid "shs"^ (senior high school: Grades [9]lO-12). The 

* insertion of 'an arable numeral after the grade level indicates t^t the item is * 
especially-pertinent at th^t specific grade leveir^e^g., "prim~2," "elem-6."^ 

^ In some cases prices were not available. Prices shown are those quoted by publishers 
and producers*: Prices quoted do riot include postage and are subject to change, 

• All it^^ included on. this bibliography except 16mm films and some items suggestgj^'f or 
inclusloti by local school administrative ^unlts are displayed In the Materials Review 
'and Evalua^tion Cenfer at 620 North We^^t Street in Raleigh. , 

P][,EASE DO NOT ORDER ITEMS ON ^THIS LIST FROM THg MATERIALS REVIEW AND EVALUATION* CENTER 
OR' FROli THE DIVISION OF TEXTBOOKS! Sources of the items* are listed on tlie DIRECTORY 
OF PUBCg^SipiS AND PRODUCERS PARTICIPATING IN THE MEDIA REVIEW PROGR^, a separate 
publication accompanying tS\e complet^ Set of ADVISORY L^^TS. OF INSTRUCTIONAL MEDIA. 
^ \An abbreviated or code name for the publisher /producer appearing^in the bibliographic 
eritilljr on this list appears in the DIRECTORY, wheKe the , complete address follows the 
c6de name. i, ' \ ' ^ \ ' 

O ^qltools njay use ^ this list to aid^vh seleotipn af mateviala but ca*^ in no way ,re8tr^atea 
E^^b purchasing items on this list. ^ > ^ -* ' ^ - * . : 



' ' ^ . ' BOOKS 

Alexander, Mary Jean. DESIGNING YOUR OWN ROOM* Watts^ 1977. . 64 p. $4.47. 
jh9-9 shs-10 ' ^ ^ 



Sound advice on recjoing a room, beginning with tests to determine personality qf ' 
inhabitant, continuing with professional discussion of available materials, how' , 
to plan oh paper; an adequate budget i$ ass,umed; useful 'for housing unit, home 
projects in housing, and a boon to 4--H members interested in home, improvement 

Barkin, Carol-, and Elizabeth Jaifies. SU^DASH ALTERATIONS: HOW TO RECYCLE YOUU ' ^ 
WARDROBE. Lothrop, 1977. 92 p. --$4.84. jhs-9 shs-io"* 

Quick, often easy methods of redoing clothes eijjher for style or practical purposes; 

clear directions, sound advice, written with style; cleverly, clearly illustrated 
, . wi^th drawings; useful in Introductory hdtne economics ^ ' 

Barkin, Carol, and Elizabeth James. SLAPDASH COOKING.* Lothrop, 1976. 128 p. $5.50. 
*^ elem-6 jhs shs • ' ' , ' 

Appealing, feasy, nutritionally sound recip^es for beginning cooks that otfer quick, 
economical* main meals and desserts without requiring fancy equipment or complicated 
procedures; explicit - directions are. not condescending^ light-hearted yet functional 
pen-and-ink illustrations; \)ne of the best t)f many cookbooks for the younger set 

Berger, Melvin. MEDICAL^CENTER LAB. John Day^ 1976. " 111 p. . $6.95. jhs shs 

Identifies and defines careers related to clinical and research medical center labs; 
presented through various "patient" examples, correlating career activities 'with 
individual patient^s treatment, care; simply, clearly written; excellent informatipn 
on specific job functions; not restricted to labs but rel>ated to entire health care; 
indexed; photos ' . r 

Blanchard, Marjorie Page. THE OUTDOOR COOKBOOK.. Watts, 1977. 119 p. , $5,90. shs 

Outdoor co^oking at backyard grill or overnight camp^lre, with practical, pertinent 
suggestions on equipment, preparation, actual cooking; extensive redipe collection 
includes metric conversions; line drawings give specific instructions for many ^ 
• useful methods of food preparation; indexed >' ^ 

Butel, Jane. JANE BUTEL'S FREEZER COOKBOOK. Coward, 1977: ' 288'p.. ^$§.95. shs - 

Detailed information on frozen foods; their prepara^tion, keepipg ^[uklities, 
advantages, uses; many recipes, thawing and cooking' tips; up-to-date' ^enough to ^ T 
include preparation for microwave ovens ; .practical, well written,^ entertaining; 
indexed; for advanced home economics students = * ' _ • * • 



The C^^nter for Science in the Public Interest. 99 WAY^ Tt) A SIMPLE LIFESTYLE. 

Anchor, 1977. 381 p. ^ '$3.50 pap^r. jhs shs ^ ^ ' " ^ 

\ ^ ** ]^'' ' 

Brief, practical suggestions on ways to change living patterns 50 conserve resources; 
divided into such sections as gardening, solid waste, elpthing; each topic witKin a 
section fpllow^d by brief bibliography, notes; indexed; con^Mmer education material 

Cooper, Jane. LOVE AT FIRST* BITE: SNACKS.AND' MEALTIME 'TREATS THE QUliijC AND EASY WAY. 
Knopf, 1977. 95 p. $5.99. elem-6 jits* ,t \ v 

Collection of no-bake {but ^ome skillet* booking) 'recipes and suggesti^bns for snacKS 
more wholesome than instant pre-padkage3 junk* food; extensive ^s^ of^^blender; ' 
trendy format, but attractive, legible script;, for exploratory home economics 
'and middle grades . * " ' 1 ' 

Daniels, George^ HOW TO USE HAND AND POWER TQOLS.- A POPULAR SCIENCE SKILL BOOK. ^ 

Harper, 19757 ;L60 p. $3.50.. ^ $1.95 paper. 4hs-^ shs 

* » * J - ' ' ^ ^ V 

Well-written" paperback describing hancTand .power tools ,^ their history and use; 



. \ . - . - 3 - r P " . - s 

' ' ■ ' V 

HOW TO USE-HAND AND POWER TOOLS. A POPULAR SCIENCE SKILL BOOK. " (Cont'd) 

deals primarily with wood and witK some metals, but plastics appear to be omitted; 
useful to one entering a "tool us^" o-riented activity or for novices getting basic 
'information for personal or job related preparation; abundant photographs, drawings! 

Dobrin, Arnold. PETER RABBIT'S NATURAL FOODS COOKBOOK, Warne, 1977. 112 p. $5,95. 
elem . jhs* . • . " ^ 

Each recipe gives equipment necessary prior;' tq. listing ingredient^,, then proceeds 
with plearly. written directions; fruits, vegetables, natural grains used in recipes 
. with such silly names as "Tom Kitten^s Ho;nejnad6 Applesauce" and "Old Mrs.^Pig's 

Potato Soup*^ (childreti, may like the gimmick) ; Beatrix Potter ^llustrations scat,tered 
throughout; good, introduction to cooking for beginning home economics students, - 
4-H'ers 



<3 

Lydia Proenza. A BEGINNER'S BOOK Of SEWING. Dodd, 1977. 191- p. ' $5*95. 
•shs-10 • ^ . V ' . 



Encinas, 
jhs-9 

Biffitult for beginners but useful infprmation about pattern and fal?ric sel^cvtion, 
equipment witbf pressing gadgets that raany advanced sewers do not usq; certain 
inherent problems* in text — e.g., giving pattern numbers which will discontinued 
by time book is in circulation, not fully explaining interfacing, almost nothing 
for boy^; prpblems in fit;ting illustrated with good line drawings; sewing knits 
discussed; useful in introductory anji advanced home economics with teacher's 
" • supervision, cautiofi^ ^ ' * 

Gillum, Helep L. ' L'OOKING FORWARD TO A C4REER: VETERINARY MEDrCINE. Described on . 
GuidaTice "Advisory List <. 

Greenfeld, Howafd. BOOKS: FROM WRITER TO READER. Described on Languages Advisory 
List ^ * 

Harrison, C. William. HpRE IS YOUR CAREER: AUTO MECHANIC. Putnam, 1977 . U5 p. 
$5.89. jhs \ ^ ' . 

Explains difference between shade-tree tinkering and full-time career working with 
motorized vehicles; offers look at specializing in areas such as body work; 
spells out how knowledge is acquired; review copy had occasional page of blurry 
print; excellent reference for student -making a career decision 

Hayes^ Leola G. COME AND GET IT: READING FpR INFORMATION, MADlE EASY THROUGH RECIPES. 
Exposition, 1^7.6. 57 p. $4. .$2 paper, jhs shs ' . , * 

Supplementary book for teen-aged remedial r.eading students in junior and senior 
high school on h^gh^interest tppiGS for' girls — grooming and cooking; correlation 
of personal grooming with cooking provides initial experiences in several 
occupational ^areas' of food services; 4th grade reading level- 

Heriteau, Jacqueline, and Thalia Erat)a. PRESERVING AND PICKLING: "PUTTING .FOODS 
BY" iJn SMALL BATCpS. Goldep, 197^^. ' 64 $4.95. shs ^ ; 

Recipes for fruit and vegetaMe""pr^i^rvation itl^mall .quantities ; usual jellies- 
^^and jams, but also includes butters^and relishes; brief discussion of sugar 
, substitutes; clear and concise;' for food preservation unit^ ' 

Hewitt, Jean. THE NEW'YOR^ TIi^*;NEW ENGLAND HERITAGE COOKE(OOK. " ^tnam, 1977.-. 
300 p. $8.v95. "Shs ' ' . • r 



\ 



Variety of New England recipes — far more than Boston baked beans and CQdfish cakes; 

"Saruteed Dandelion Flowers" sounds like a natural for springtime in North Carolina^ 
. but i^ one of the occasional rare dishes which makes this an interesting collection;' 

state of origin listed with each recipe; for advanced foods and! nutrition and for 
•food services ' , . ,* ' » 



Hunt, Bernice; •GREAT BREAD! THE EASIESf POSSIB|El WAY TO MAKE ALMOST^ 100 KINDS. 
Viking, ;t9Z7- 121 p. $7\93. 'jhs shs ' ' . • ^ 

Gives history of bread, defines basic^ ingredients, lists equipment needed,' provides 
recipes for making different breads; easy-to-foilow' recipes include metric and 
stanQard measurements; pictures show ^step-by»^step procedures; good for introductory 
home economics , % ' ^ ' * 

'inouye, Carol. IT'S EASY TO SEW WITH SCRAPS AND HEMNAliTS. Doubleday*' ,1977 . 123 p. ■ 
$5 '95. jhs . , _ " • - " -t = 

Prdje^ts involving Recycled f,abric or inexp'en^ive short etids^ ^d scraps; ideas 
.^d explicit directions on , remodeling clothes and making gifts^easy to follow 



with clear, simple illustrations; for beginners and adVancecJ students ''^-^^ 



'Liebers, Arthur^ yOU CAN BE A PRINTER. Lothrop, 1976*Vl28 p. ^.$5.21. jhs shk- 

Comprehensive information on occupations available In printing, -vith addre§^es of 
colleges, universities offering courses in printing; historical background of 
printing processes, clear definitions of terms of the- trade introduce contention ^ 
copy and film preparation, platemaking, pressroom operations, bindery and shipping > 
op^prationsj, many other printing jobs; fully illustrated; glossary; index; excellent 
sources' to write for^ specif l^c information in appendices ; '"useful career education ^ 
material at a good price ^ , ' 

Meyer, . Carolyn. COCONHT:. THE TREE OF LIFE. De|crJ.bed on Social .Studies Advisory List 

Meyir, Carolyn, - LO'TS AND LOTS OF CANDY. Harcouft, 1976. 96 p. $5.95.' elem jhs 

Forty recipes, including sweets from different countries; some history of sugar 
witli lit tl^e mention of its harmful, qualities; though easy, recipes are not step- 
,,by-st^p, so It will'take an^'older cKl^ld to follow direct^ions; black-and-whTte 



j/ line draMngs are lively addition, 
^Millimaki, Robert^. THE MAKING OF A 



'Millimaki, Robert II. THE MAKING OF A DETECTIVE. Described on Social Studies Advisory 
List - » , * . ^ - 

•Mitchell^ Joyce Slay ton." OTHER CHOICES FOR BECOMING A WOMAN. Rev, ed. Described 
, • on Gui'dance' Advisory List 

Olney, Ross R. *HOW TO BUY A', USED CAR. ^ described on Social Studies Advisory List 

Perl, Lila. SLUMPS, GRUNTS,/AND SNICKERDOODLES: . WHAT , COLONIAL AMERICA ATE .AND WHY. 
Seabury, 1975. 125 p. "$7.95." jhs shs ^ . . 

Creative cookery rp Colonial j/^erica'-- how delicious morsels such as succotash,, 
s nicker do odles,*fimd short/ nin' bread wer^ born of necessity; original recipes, 
with some adaptations for modern ihgreciients,' cooking methods; historical and 
- - geographical "background of New England, Middle Atlantic^ and Southern Colonies 
' woven into content; Dr.igins of siicTi intriguing titles as red flannel hashf 
"shoo-fly pie, hush pup4)ies expl^iried;' custodians of heirloqm-rlrecipes might 
question criterion for selections— summary dismissal of "soul food" is unfortunate; 
Jiome economics and social 'studies students will enjoy infonrfation, stylfe, drawings; 
indexed " « • ^ ♦ / 

Phillips, Mary Walker. KNITTING. Watts, 1977'. ' 87 p'. $5.20. elem jii'fe 

Siijfple instructions . for, beginning knitters with* several projects included; yarns, 
-needles, history of knitting discussed ;' line drawings and photographs show 
step-by-step process^ finished projects often photographed with folk artj may be 
used* for exploratory home" economics. projects and pre-vooational classesV 

Purdy', Su^an. CHMSTMAS COOigBOOK*^ Watts, 1976. 96 p.* $6.^90. $2. 9*5^ papier . elem jhs 

Some 30 recipes, including several nqntraditional Christmas dishes^ .step-by-step 
\dicections fully illustrated in red accented drawings ; 'metric conversion chart and 
good rsensible advice; indfexed; paperback would be best huy for such a seasdnal title 



Schwartz, BartSara Carmer. SEWilsJG WITH YARN: AN INTRODUCTION TO SEWING BY HAND. » ''. 

.Lippincott, 1977/'. 80 p. $5'.95'. . $3.50 paper! elem' jHs' •• . , 

Large needles and yarn used in Introduction to hand S'ewing: step*-'by-^step instructldns 
on varietur of specific projects illustrate^ with black-and-white photos; several 
stitches explained; glossary^; fi^ index; good for middle grades afid, exploratory projects 
in home economies'' -7^ • ^ . * * ^ 

Schwartz, Paula Dunawdy. YOU CAN COOK: HOW TO MAKE GOOD^ FOOD FOR YOUR FAMILY AND 

FRIENDS.^ Atheneiftn', 1976. 192 p/^$7,95. elem jhs' shs ' ' . ^ . ^ 

•Excelle^, step-by-step instructional cookbookr'which assumes* aot^lng on part of . * * 
young beginners but avoids condescension; recipes list preparatfpn time, yield, 
cooking time, ingredients equipment, how to cook, and^ serving s^lggestions; "boldface 
headings and easy-to-follow, orderly appearance on uncrowded pages^ will encourage 
beginners; suggested menues, main course, sou{i, salad, bread, vegetable^ desse;?t, 
breakfast recipes; no illustratio'^ns, but explicit directions eliihihate need; 
indexed 

'* - T ' ' . . ' 

Simons, y^olet K. VERY BASIC BOOK OF SEWING, ALTERING; AND MENDING:^999 PICTURES 
SHOW jiYOy HOW./ Sterling, 1976. 256 p . $6.3^. jhs 'shs . 

, Very l?asic-indeed-rthe beginning spread uses nine illustrations to show how to thread 
■a». needler-but doesn't patronize .beginners ; hand sewtng stitches, buttonholes, hems, 
and Various techniques explained, illustrated with clear^ uncluttered line drawings; 
.indexed; "good for beginners, excellent for slow learners ^ * 

Sloane, Euni^ce Moore. -ILLUSTRATING FASHION. Re^. ed. Harper, r977^. 3l9 pi $20*.* 
sh6 • ^ T • ' • - \ • ' . . 

Oover$ fashion illustration, its techniques, materials, career Mssibllities ; ^ 

^ ^inclu^e^ section on drawing ,humai> figures with .some anatomy", severaJL helpful Mnts, 
exer1!Tses on blocking, proportion, action, line» facial features; illustrated 
with scores of drawing and sketches; u^seful for art, vocational guidance, f^ashion 
courses , ] • . . ^ , 

Solomon, Hannah. ^ BAKE, BREAD! Lippincott, 19r76\ 80 .p.' $6.95. $3.95 paper, elem jhs 

, Step-by-step instructions on baking bread, accompanied by iftack-and-whlfce photos for 

young; beginning bakers; recipes for breads us^ing whole .wheat, cornmeal, oatmeal, 
, wheat feem, cheese, eggs; pictures some failures 'which may o{:cur, '^plainfng why, 
and 'shows ways to shape variety of loaves; bibliography offers three excellent 
adult books oh bread ^ ' , , % » 

Torre, Betty L. IT^S EASY TO COOK: FAVORITE AMERICAN RECIPES. Doableday, 1977.' 
« 135 p^ $5.95. jhs-9 shs ' . \ : 

, Not. so much basic cookbook as collection . of recipes with step-by-step directions, 
in right column, ingredients* listed on left; includes regional, international, y 
holiday and dessert recipe's, with menus listed for ^ome; occasionally uses' canned' 
and instant packaged ingredients; use of wine in cooking clearly explained; , useful 
for home economics clas'ses; a second-purchase considerajtipn 

i • * . ' \' ' . . . ^ \- . " ^ V • ' • 

Books in a Series , . ^ 
7 -* * . . • - 

CAREER CONCISE GUIDES. Watts, 19?76, 1977^ each $4.47. '-jhs . ' . ' * 

Ber^r, Gilda.. HOME ECONOMICS 'CARJ^I^ -64 p. ' ' ; ' 

Brent, Patricia- Jenkins . * CRAFT^^-^dAREERS. . .66 p. ^ ' \ . .* 

Cas^tidHy7"t>Drl:ff'--aTT^^ F/^ION INDUSTRY CAREERS. 65 pr^ . 

Dunbar, Robert E. ZOOLOG^X:AREERS. 64 p. ^ ^ 

Fenlton, Barbara and D. X. CAREERS IN THE SPORTS , INDUSTRY. 68 p.' " - - ' 
; Grabbeck, Marilyn. SOCtAL WORK CAREERS. 64*p. . . * 

Horton, L6uise. CAREERS IN OFFICE WORK. *66"p.' * - * ' ' 

, f ' \ ' ► . • . ^ ' ■ 



■ • _ 6 - . • ■ \ 

--■>_,■ ^ 

CAREER CONCISE GUIDES. (Cont'd). .> . 

« • * , ^ ' t 

Horton, Louise. CAREERS In' THEATRE/* MUSIC , AND. DANCE., 61 p. . 
Huebener, Theodore, Pb.D; SPECIA'l EDUCATION CAREERS: TJIAINING' THE HANDICAPPED 
\ ^^."^ . -/CiJILlJ* 63 p. * ^ . J \ 

; " Kraft, Betsy'.Haryey . CAREERS In' THE ENERGY INDUSTRY. .64 p. 

Lawson, DOn. EDUCATION OAR-EEflS; 46 p. ' . . • ' 

. \ . McCaia, Virginia Nielsen. CIVIL SERVICE' CAREERS. ' 66 ^p. , -'^ 

McHugh, Mary% VETERKIARY MEDICINE ' AND ANIl^L CARE CAREERS. 66 p. ^ ' ; 

Madison, Arnold. AVIATION CAREERS. 66 p-. ' < 
^ Parker, Rolland S., Ph.D. PSYCHOLOGY AND COUNSEUNG CAREERS, • 66 p: 
• * Peck,^ Ralph H.. HOTEL AND MQTEL CAREERS. ^ 63 p'. . ' ' . * ^ ' - • . 

^ ^ Rudley, Stepherj. CONSTRUCTION INDUSTRY CAREERS.. 64 p. . * ^ 

- Solomon, Marc, and Norman^.Wiener . MARKETING AND ADVERTIS.ING CAREERS. 61 p'. 
/ ; Swiger, Elinor Porter. CAREERS IN THE "LEGAL PROFESSION^. v59 p, , , ^ ' 

' ^ ToureV Salima._ CAREERS IN PHYSICAL REHABILITATION THERAPY. ^4 p. ' ' 
; Waters^ John F.' MARITIME CAREERS. ' 6^ p. " , . ' 

Excellent information on education and^ training for specific careers ^ blaclk^^and- 
white captioned photographs ^how^work Settings as well as dress requoLremenfs , if 
any, for'workers; excellent address list for additional trainin'g information; 
students can benefit from ,or portions of texts; -size and print excellent* for 
* middle-grade students; indexed; multiracial appeal 

BOOKS (REFERENCE) ' ' ' - 

HOME REPAIR AND IMPROVEMENT (seven titles),. Described, dn Reference Books Advisory Yist 

Stephen, Les, and Ward Sullivan, Jr. CATTLE BREEDS INDEX. Described on Referenc^e -Books 
Advisory List 

^} :v . . ^ 

;THE TIME-LIFE LIBRARY OF BOATING <12 titles). Described on Reference. Books Advisory List 

X ^ ' , BOOKS (SUP^LfeMENTARY TEXTS) ^ ^ 

Bradford, Robert. MATHEMATICS JOR CARPENTERS* Delmar, 1975. 303 p. $5.55 paper. 
. - guideft$l.*25/ shs - ' ^ • . ^ 

Explains* math appliJfable to specTif ic problems encountered by carpenters) goes from 
. simple to poinplex problems involving gepmetty and ^trigonometry ; vari'ousf building 
trades presented in career profiles scattered throughout text*; standard' .measurements 
used, but metric system discussed; ^ questions at end of each uni»t answered in * * ' 
teacher's guide; .for carpentry stufi^ts , ' » . f . 

Ellsworth, Barbara G. BUSINESS MACHINES SIMPLIFIED: , 10-KEY KEYBOARD ONLY. 
Ellsworth, r977.^ 13 p. $.60 paper, shs* * ' 

Self-t^ching, individualized' workbook for lO^ey adding machines and electronic 
calculators; organized sequential!^/ from simplfe^to complex; procedures for 
operations given logically, clearly; illustrated; includes Tive-minutfe skill- * 
^building test;* good for teaching basic skills and developing touch method of ~ • 

, dpei'ation; -stapled, ^paper cover not durable * ' . ^ ' ' 

Hill, Harry^ G. AUTOMOTlJi/E SERVICE AND REPAIR TOOLS.' Delmar, 1975. 344 p.. $6.30 paper. 
• r-' guide $1.25. shs ^ " - ^ 

Excellent, exhaustive treatment of ordinary tools used in automobile ^rvi'ce and^ ' 

^ J " repair and those designed specifically for automobile mechanfts; much heeded ^ 

Information for classroom use*and excellent primmer for "shade-tree mechanics"; 
fully illustrated. ' - 

Hill,, Harry G. . INTERPRETING AUTOMOTIVE SYSTEMS. Delmar, 1977. 352 p. $6 paper. ' * 
J • guide $1:25. 'jl^s-9/shs \ ' . . ^ 

^ Provides basic information on automotive systems by picturing component-- parts , 



•interpreting "automotive- systems. ^Cont'd) 

defining terms appropriate ta each particular system; includes Ifenkel engine; each 
chap^r has pictorial, Summary,- and reference revie\\ material; guide available; 
• excellent print and illustrations; <complete.,index 

'Johnston, Philip M. , and Murray Liebowitz. BASIC SHfe^\METAL SKILLS. Delmar 1977 , 
281 p. $5.40. ' guide $2.' shs 

Consists of 62 units of wellrwritten, well-illustrate^ activities in workbook format 
on basic sheet metal skills;" questions*, projects, problems to be solved follow 
each unit and serve to evaluate learners' progress; numerous illustrations and 
t layouts make for easyf rea^ng and understanding of material ' ^ ^ ^ 

Kicklighter, Cloas E. MODERN HASONRY: BRICK, BLOCK, STONE. Goodheart, .19>7. ^ '^256 'p . 
$6.72. ,shs \ • ^ . ' ^ 

Clear, graphic illustrations complement descriptions* df mason's tools and ec^uipment^ 
^ usjes of anchors, ties and irjeinfotcement, types of courses and. bonds, foundations, 
floors, roofs, walls; constructiou details for stone apd xon'crete materials -with' 
propefdures -for design, placing, f finishing; includes stan^^rS and metric. mathematics 
" for masons, blueprint reading, methods of cleaning masonry structures * 

Kicklighter, Clois E. , -and Ronald J. Baird. ARCHITECTURE:'' RESIDENTIAL DRAWING AND 

\ DESIGN. Goodheart, 1976. 492 p. $8. 94. ✓shs • 

' I* . , < ' * 

Weil-ilj!ustrated, well-organi^ecTTlext teaching students to develop architectural 

wo rljcing. drawings,; comprehen^ve, u^derstafidat>'le5 and accurate; helj)ful r^eference 

section with data^ on Symbols, materi^^ts, fixtures, and design; large format;" 

*hau4some, thoroughly suitable material for, architectural drawing and design 

in high school or post-high school courses ♦ 

Kreh, R, T. , Sr. MASOW SKILLS. Delmar, 1976. 325 p. '$5.85 paper, guide $1.25. 

- ^ ^ |. . . ' ' / ^ 

Masonry skij.ls presented'^^in "clear, logical, easy-to-understand format with good ♦ 
Illustrations for hand6-on application; safety and mathematical concepts well 
introduced; skill checklist explains progress*; review questioris at end of each 
unit for student to evaluate his compi;ehension;, extensive glossary; accompanying 
• ^ guide includes lesion plans,' answers to review questions, pretest, final tdst, 
sources of audiovisual aids ^ ' 

Landers, Jack M. CONSTRUCTION: MATERIALS, JlETHODS, CAREERS. Goodheart, W7^. 
384 p. $6.95. CoustructifOn Laboratory Manual $r.98 paper. - shs 

"Covers many sTcills,. materials, methods, ;groce$sesP of cons'truction industry; 
includes management, personnel, products, production; standard aud metric 
measurements given; over 120 caree^^escriptions in construction industry defined; 
prolifieally illustrated . . ' 

Lang, V.-Paul, HEATING AND COOLING SAFETY. * Delmar, 1977. ' 53 p. $1.95 paper, 
guide $.50. * shs 



Well-written, accurate descrij)tion of good^ shop practices and safety procedures 
related to ^heating/cooling service work; laany -pictures , diagrams for clar^f ioation; 
deals, biri^ly wiJth use of hand, tools, furna,ce' work, e\ecLtfical safety, refrigers-titfh, 
compressors apd^^^ans, and installation; chiefly an "add oq" book. 

.Littman; Connie.^ BASIC PATTERN MAKING:^ AN INDIVIDUALIZED APPROACH. TDelmar, 1977, ^ 
210, p. ^4.50 paper. ^ with three Patern Making Design workbooks each $3 paper, shs'^ 
^ PATTERN MAKING DESIG^^: SKIRTS AND PANTS ^ ' > * . ' 

^PATTERN MAKING DESIGN: SLEEVED AND TAILORED GARMENTS 
. 'pattern "MAKING DESIGN: SLEEVELESS DRESSES * 



Desi>sned for the student with no experience or knowledge of design, drafting. 



SASIC PATTERN MAKING: AN INDIVIDUALIZED APPROACH • (Cont'd). ' ' " ' 

p^^ern-^king; truly metric^ requiring metric topis; step-by-step construction • . 
of basifc patterns with clear illustrations; three design' workbooks show how basic 
patit^rhs are modified for* specific designs; for advanced students in clothing, 
clothings, services / ' > . • v • *■ ^ - . 

Mix, BJSyi HOUSE WIRING SIMPLIFIED:.' TELLS AND SHOWS YOU HOW- Goodheart, 197^. 
176 p- •$4*47. jhs-a- shs ' t - - . . • 

JJseful .supplementary text on fundamentals of modern houSe wiring p^cedures; 
especially well illustrated ^with captioned drawings, diagram^, photos on installing ^ 
. wiring safely, eff icientljr;^ cqyets both new and older homes; short cTheikAips ayt 
'end of each chapter; helpful appendices . ' \_ - . 

THE MONEY EEARIJING PROGRAM: A CONTEMPORARY APPROACH TO CONSUMER MATH AND EDUCATION. 
5 copies MuNEY magazine, 5 p*upil strate'gy booklets, laminated storage case^ each 
niorith:,^ 10 monthly modules .$100, ModuLearn, 1976% jhs-9 shs ' ' ' 

Program designed aroupd the monthly financial and business publicaticfn, MQNEY, with 
accompanying student workbooks to provide current economi'c problems and up-to-^^date 
eve;its for classroom study; reproducible workbooks with answer key included; suitable 
for introductory business, business economicsj or business math . ' 

Mullin, Ray C. ELECTRICAL WJCRING:^ RfeSID.ENTIAL- 5th ed. Delmar, 1975. ^ 242 p.' V 
■$6.30 paper, guide $1.25. * shs^^-^ • ' • . . ' . 



Wel^-illustrated text Mealing j^ith^ residential electrical wiring; drawings (as' . , 
opposed to blueprints) included; compi^eiiensive, coyeriffg most aspects of the trade^ 
including theory anci building codes,; unf ottunately , 1975 buil.dinp code information^^ 
rather than latest; excellent infofcmation for students in -electxicaj. installation , 

Mullin, Ray and Robert S. 'Smith. ELECTRICAt WIRING: COMtoRCIA^^ Delma^ 1977 . ^. 
,231 p. $6.30 paper, guide $1.25- shs ' ^ ''T ^ ^ 

Comprehensive information on elements 6f electrical wiring t^ade, ii^cluding theory, 
, some building code information, and special circqits;^ separate drawings in attached 
"•^^cket; well written and illustrated, but ^ves 1975 electrical code information; 
standard practi/tes /and safety instructions appropriate for Electrical Installation II 
course . ' . ' . / ^ . ' ^ ^ ' 

Toboldt, William L ,vand Lapi^ Jphnson. -^AUTOMOTIVE ENCYCl6pEDIA:^ FUNDAMENTAL 
^ PRINCIPLES, • OPERATION, CONSTRUCtlON, . SPR^ICE,. REPAIR. ^ Goodheart , 1977* 792 p. 
$10.44'. jhs-9 shs ' . " ^ ' • ■ " • 

Lookfe at basic automotive systems, including i^iagnostic techniques, tool requirements, 
service and repair procedures, and parts; xjictionary of term^S'*and mechanical and 
tuneup specifications for American models "^of 1960-1975 ;/^some fqreign makes- 
included; virell designed, attractive, comprehensive;" for- text^ or referen9e 

Wagner, Willis H. MODERN ' CARPENTRY: BUljLDING CONSTRUCTION DETAILS IN EASY-^TOt 

UNI>E?ISTAND FORM. Goodheart, 19^6.^^480 p., $8.95'. Carpentry Workbook $1.98 paper. 
jhs-9 *shs ' /' 0 



Sequential arrangement follows actual building of light frame construction; discusses 
•both han<J and power tools; includes excellent, wood identification section with 
colored photographs, notes on physical cliafacteristics ; well-designed, comprehensive, 
' attractive text ... - ' . * ' 

, / V • * . . - 

Walker,, John R. . EXPLORING ^bJETAliWO^IjNG: BASIC FUNDAMENTAJLS^. Goodheart, 1976. 
256".p. $5.10. Exploring Metalv^rking .Workbook $1.47 'paper. -jKs shs 

•/ ' • ^ , < - * 

Outlin^ basic metal materials,^, processes, tools, career possibilities; includes 

safetyj tools, mietal types, fasten^s*,. ^heet metal, finishing, casting, and ^ 

brdzin^; prolific illustrations* suppori^ text; good, basic information , ' 



' ' ' . 

Walker," John R. E}tPLORING POWER. TECHNOLOGY: BASIC FUNDAMENTALS. Goodheart, 1976. 

224 p. • $5.22. Exploring Power Technology Workbook $1.74 pap„fer.' jhs 

. , . . ^ fr • ' * 

\rn-t*roductory text with informatioh on energy sources*, .conversion techniques' to 

obtain power; ^treats several fortns of energy: solar, geotheirnt^l, nuclear, fossil 

• fuel; heavily^ oriented toward internal combustion;* multiracial photos, excellent 
drawfjftgs;- *photograrphic close-ups of parts; student activities, projects suggested 

Walker, John R> MODERN METALWORKING: MATERIALS, TOOLS AND PROCEDUfeS. Qpodheart^ 1976. 
520 p. $7.65. .Modern Mfetalw6rkirig Workbook $1.98 paper, shs 

Basic metalworking text providing informatioh 'on, tools, materials, procedures; . 
includes^hand-tool and machine-topl operations as well as industrial processes; , ^ 
content is broad in scope but very .basic; women, as well as nrinority^ races, 
tiepicted;- ej^cellent, fully captioned photos, drawings ^ . ' 

Wright, R. Thomas, 'and .Thomas R, Jensen. MANUFACTURING: MATERIALS PROCESSING^ ' 
MANAGfiMpNT,' CAREERS. Goodheart, 1976. 336 p. $6l.95.^ Manufacturing Laboratory ' 
Manual $2. 52 paper . , shs ' ^ ' 

• Covers entir.e range of -manufacturing industry, including material p^rocessing, 
management, and student enterprise; lab manual available; extensive illustratipns — 
photography, drawings, diagrams, original artwork; well written, easy to understand 

Zimmerman^ Fred W. EXPtpRING WOODWORKING: BASIC FUNDAMENTALS. Goodheart*, 1976. 

208 p. $'4.98. Exploring Woodworking Workbook^ $1. 74 paper, jhs , - • 

General woodworking t^xt covering 'very basic] ar-eas of wood types,' safety tools, ^ 
and hand processing; layout, sawing,* drilling and boring, planning, shaping, woqd 
tuwiing and finishing discAssed; career opportunities^ men tion^d^ includes * specific 
'projiects; appropriate for' junior high *or beginning wood worker ' - ' , 

Zinngrabe', Claude J., and fred W. Schumacher. PRACTICAL LAYOUT FOR THE .SHEET METAL. 

•SHOP. Delmar, 19^75. 208 p: $4. 50 paper. , guide $1. 25. shs ^ ^ • / . ' 

Student-oriented te'xt providing skill development^ in layout wark; arranged according 
' .to sf^op procedures with istep-by-step illustrations and explanatfbns of layout 
t'e^chniques; sljop terms defined, illustrate'd; ..geometric tdrms presented clearly, 
concisely, review, provided at end of each unit|^instructor's guide availabl'e 

Zina'grabe, Claude J.^ and Fred W. Schumacher. SHEErMETAL mCHlNE PROCESSES. ' 
'N Delmar, 1975.' 136 p.. $3.75 paper, guide '$1. 29^ sHs 

_ Explains procedures used on hand-operat^ed and power-operated sheet met^kl machines ; ' 
step-by-^'step/guLde .on sheet metal techniques with performance objectives listed - 
for each uni-t; illustrations closely correlated with individual processes -showing 
* -proper safety procedures; instructor's guide available \ 

Pooks * (Suppl'ementary Texts)' iA a Series^ - - 

— " ^ • /. 

w • ♦ • ^* - • ' 

Ellswortti, Barbara G.* BUSINESS MACHINES SIMPLIFIED. Ellsworth, 197&'^ 13 books with 

teacher's guides. 1-100 $2.^80 each^j. 101-2bO $2.52 each., 201-300 $2'.24 each. 
♦- 301-400 $1-96 each. 401-500 $1^68 each- 501 and over $1.40 each, jh's-9 sHs ' \ 
■ BURRObGHS t 5205, 5255/ and 5305. ELECTRONIC DISPLAY CALCULATORS^. 43 p. * - 

MONROE. 610, 820, 920, 925, 950, knd 990 ELECTRONIC DISPLAY CALCULATORS'. '48 p. ; 
;-SINGER-FRIDEN MODELS 1160, 1162, and ll66 ELECTRONIC DISPLAY CALCULATORS. 44 p.. 
.OLIVETTI blVi;SUMMA 24 & 24 GT; MULTISUM^ 24 & 2& GT; 44 p. ; 
' VICTOR 300 ELEC1SR0NIC PRINTING CALCUL;/^TOR AND VICTOR 302 PD ELECTRONIC 

. PRINTING-DISPLAY CALCULATOR. 43 p. - - < 

FRIDEN'1102 & 1102M ELECTRONIC PRINTING CALCULATORS. 44 p. • ' 
BURROUGHS C 2215, 2217, 2315, & 2316 ELECTRONIC PRfNTING CALCULATORS. 43 p. ' 
OLIVETTI LOGQS 55 & 58 ELECTRONIC, PRINTING CALCULATQJIS . 43 p. - - 



• ^ . . .• 

• • . - - 10 - • 

* ' ^ . ' ' • *. • * • / 

""^BUSIiJESSS MACHINES SIMPLIFIED.- '(Cont'd) 

SINGER FRIDEN 1201, 1202, '1203, &' 1212 ELECTRONIC PRINTING CALCULVJORS . . 44 p. 
VICTOR" 18Q0 SERIES— 3441, 3442,' & 3542. 43 p. , • * ^. , 

MONROE" iMODELS 1405, l4lO,- W20, & 1430 ELECTRONIC PRINTING C^CULATORS. 43 p-. 
■ VICTOR 1900 SERIES— 4461^ 4462, & 4562 AND VICTOR'"8400-4441.v 44 p. 
^ 10-KEY ADDING MACHINES (ADDO-X, "BURRpUGHS, CLARY/REMISGTON ftllDEN, MONROE,' 
OLIVETTI, & VICTOR).-/" 52 p.'* ' . ' 



Sequen'tial,' step-by-step instructions for 13' typ^s of addj^g/electfohic calculator'fe ; 
thorough presentation; easy to read anS well organized; variety of drills;' for - 
use in office occupations, business math, accounting arjd" recordkeeping; g6o4, for 

classroom with different types of machines; stapled, paper cover not durable, 

* ■ » '■•« 

Griffin, Ivan ^I- , et al. WELDllJG^SERaES. belmar, 1977 • guides eagh*$.50\ sh§ 
' ^BASIC ARC WEIJ)ING, 3rd /82 .p. $2.70 paper ^ - * * - * 

BASIC OXYACETYLENE WELDING. 3rd ed. 92 p. * $2.70 paper ^ ' " ' 

. BASIC TIG AND MIG WELDING. 2nd ed. 114 p.- $2,85 paper' ' ' \ ^ ' . " " 

JBasic series consisting, of oxyacetylene, arc, and TIG and MIG welding; weJLl written 
with* good exploded views of illustratiqns emphasizing' technical content; large 'print ♦ . 
eases' i^eading, understanding; techijidal references use-ful as* supplemental or 
"b^sic instructional materials;, instructor's -guides availabpje - ' ^ 

THE MONEY LEANING PROGRAM.^ ModuLeara, 1976. 8 guides*, .8" accbrapanying strategies -$15.95, 
3hs-9 shs • ^ ' ' 

^Titles: * JOBS AND CAREERS; VACATIONS AND TRAVelV HOME .IMPROVEMENTS; AUTOMOBILES; 

FAMILY FINANCE; PERSONAL MONEY MANAGEMENT; INSURANCE;-* BUYING OR ilENTING 
* \ . . ' A HOME . ^ ^. ' * ' ' 

rNote: - See publisher * s' literature for additional titles in series. ' * 

Articles originally printed .in MONEY .magazine collected into individual guides f pr 
each subject area; each gii^ide has, *ac company ing workbook whlch^ includes questions,^ 
vocabulary, problem-so'lving^situations^ permission granted to reproduce 'workbook; ^ 
•answers included for teacher ; .useful for inpdepth study' in small or larg^ groups - 



FILMS (16MM)' 



AMERICA'S I^AMI^ION COOK, 16mHr. 15 min. ^^sd. color $^^5. 'Klein,^ 197.7,. shs 

Account of woman who has won mdre blue ribbons f or ^her cooking than 'any other 
American cook — 1500 blue ribbons — which shows her preparing her nfeisterp'ieces in ^ > - 
hef Burlington, Iowa, ^ kitchen; 'excellent 'for advance^ semester courses in iood§ ^ 
. and nutrition,- food seryices; easy-to-follow^ recipes • " ' * * « ' * 

CARE OF THE, INFANT— ANIMAL AND 'HUMAN, l^mm. '22 i^iin. sd. guide color $300\ - 
' -Perennial, 1977. shs ' *. ' ^ ' * ' • /^^ - . 



, ^ ' Simila'r attit»des^f wild animalis' instinctual care and hum^ infants' needs In 

l^ve-action photography; shows that tender p^arefit'-young re3^ti6nshlps and *^ * ^ 
^ * respQnsdble infant care make fot better adjustments to jsnrroundings; for parenting 
groups, occupational child care seryices, family Tife -Classes , ' 

THE CONSUMER OFFENSIVE. 16mm^ 26 min. sd. color' $390. Benchmark/ 1976.- . shs ^ 

•Informative, thorough survey of c(yisumer reports and complaints from all 'over the 
, nation; features^epprvts""of Ralph, l^adfei;, covering bfoad spectrum bJf^^products, 

problems; excellent supplement to jiome leconomics consumer . education nnlt; 
. unfgrtun^tely, no teachePs guide ^ . , ^ * . . • ' ' 

. ^ * DAIRY PRODUCTS:' FROM MOO TO YOU. 16mni- .14 minf^ sd. guide ^ color' $205." / ' 

Centron, 1975^' el^m jhs • shs • '^^^ * ' ' 

***** 

Q Documentary overview of dair;y industry froto the cow to *the packaged milk, butter,, iee* 

^Ric ' ^ ^ • ' * 12,. ' ■ ' \ • . - . • 



DAIRY PRODUCTS: FROM MOO TO YOU* (Cont'd) ; ' ^ 

cream, cheese; tlear, colorful photography; multiracial /epjreeentation among 
workers depicted; for home economics $ agriculture, career education emphasis 

EAR^r CHILDHOOD EDUCATION: THE PRESCHOOL* Described^ on Guidapce Advisory List 

ECONOMIC GEOGRAPliY: POULTRY-CLAYING IT. ON THE I.INE, 16imn* 11 min. sd. guide 
c*ior $165. Centron, 1975. elem jhs , * 

The poultry ittdustry from eggs to end products, tracing origin of gefese^- turkeys, 
duck9,^vcbickens; concentrates on chicken industry , how eggs are gathered, handled, 
gashed, sorted, packaged; good,r^hfitography,^ some graphics; enrichment material 
for poultry-producing state |uch as North Carolina (Wilkes County) 

HOW-TO^ SQUEEZE MORE MILES FROM YOUR CAR, 16inni. 15 min. sd, color $275*^ Klein, 1976. 
shs * . 

-- "t- . " ., 

Cites driving habits, basic automotive maintenance, and type of fuel as factors 
determining mileage; gives specific do's and don^ts to save -fuel; al4:hough Datsun 
automobiles featured throughout, no specific mention of company made except in a • 
credit line; shows *girl checking tires^^ etc., in a salute to feminists ; informative 

INTERVIEW: READY OR NOT? Described on Guidance Advisory List / ^ 

LABOR OF LOVE: CHILDBIRTH WITHOUT^VIOLENCE^ 16mm. 15 min. -sd. guide color $200. 
Perenniar7~~19T6'r"~sKs~^ ^ ' * • 

/Shows a method. of childbirth developed by Dr. Frederick Leboyer whicl^ includes a 
* *gentle, warm atmosphere, delivery with both parents par,ti^ipating, and a warm , 
bath i ifiplac ipg the usual whacTc, on the bottom; several points of view expressed; 
excellent^or family life education, a'Svanced home economics classes iji child 
care, and occu^^i^a!^ ^^"^J^ services classes 

MEAT *AND POULTRY—HOW TO SELECT T^IEM. Described on Sqcial Studies Advisory List 

OUR HOUSE IS SAFE. 16mm'7 15 min. ,sd. color $2^75. Klein, 1976. jhs-9 shs '"^ 

,Home sai^ety dfemongttated in h-^usehold ^pifecautions making inside and outside safe — 
plastic caps on electrical 'Vecepta'cles, safety door on clothes- dryer, use of 
Natidnal Safety Council (NSC), color. ^&bde on furnace, etc. ;yprevi-eV be^re^ purchase; 
featured home is about an $,80^000 modiel (most TarheeJ flowering plant s^e^g;, 
azaleas — ;have ^^een^ removed from model yard so children^ will not e^t tiiem!) 

OVER-THE-COUNTER: PILLS AND PROMISES. 16mm, 17 min. sd;, guide color $240. 
Higgins, 1977. Jhs - shs.- 

De-mythicizes glamour, cure-all claims of over-the-countei'^cold medicines, 
\ntacids, pain relievers, sedatives, etc,*; makes no, bones - ^bout> showing, 
dispussing Well-known^ brand nam^ 'products (G^rltol, Listerine, etc.); illustrates 
equally, effective 'home remedies,, demonstrating '*^what" and "how-toV of such 
remedies; excellent -consumer education 'V - ' 

REVOLUTION .IN* RELEVANCE.. i6mto^- 20 min. sd. • guide /color $270/ Paramount/Oxford, 1974, 
„ jhs-9 shs^ . . s . ' 

Up-.to-date Career information on modern vocational education and salable skills, 
focusing oh 30 different vocational education ccjurses t*hat demonstrate how such 
.program^ render practical aid, » opportunity, security, 'and responsibill^ty to those 
. 1* entering"^^^ob marketj^ film's message is importance of sucli programs to st^iadents; > 
viewers -^'serve advantage of practical experience gained from such p^rograms, ^ ^ 
learn where occupational counseling is availa.ble, recognize what consiritutes 
sajab^-e skills absdtb the urgency surrounding whole issue of skills 
Identifitation and job preparation; excellent occupational educatioji and guidance 
' AooX • ' ' ' . — * ( ' ^ 



S00PERG00P4 ;.16imn. 13 min/ sd. guide color $205^. Churchill, 1975. eletn jHs 

Alerts young viewers to tactics, giimnicks employed. by advertisers t6 persuade 
consumers; humorous animated cha,»racters , Rodney and Charlie-;r:srick cpmmercial ' . ' 
actor and ad" man—take viewers through each step in "hard sellV of their, cereal, 
Soopergoop; encourages inquity into purposes of advertising, how we- are persuaded 

•by it = • ■ ' . ' . ■ ' 

WANTED^ALIVE. 'l6ram. 13 min. sd/-^ guide color $195/ Paramount/Oxf ord, 1974^; shs ^ 



Introduces careers in emergency medical training, showing medical technicians 
engaged in daily business of saving lives; demonstrates qualifications needed~ 
intelligence, common sense, emotional maturity, respect, efmpathy, broadmindedness ; 
professionally executed \ / 

Films (16mm) in a Seyles 

COOKING, AROUND THE WORLD.. 5 reels 16mm. sd. color $1950. R & H, 1975. jhs shs 
THE ART OF FRENCH CQ.OKING. 16 min. $225 ,^ 
•THE COOKING OF ITALY. 22 min. $275 ^ ^ 

, .LATIN AMERICAN COOKING. -22 min. $275 . . • ^ • 

PENNSYLVANIA COUNTRY COQKING. 15 min.. $225. ' ' " 

TH& i>LEASUfeES OF CHINESE COOKING.. .15 min.- $225 . ' . - 

Colorful series presenting authentic cuisine af various cultures, including s^ep- 
by-step demonstrations of how to prepar^-f^vorite, dishes — e.g., French onion soup, 
fried rice, shoofly pie; techniques, helpful tips' clearly illustrated; no exotic • 
Julia Child-type* productions — Simple ingrejdients , ordinary utensils , basic rj^cipes; 
/"directions nferrated rapidly, requiring' seveoral viewings if students take notes^ 
get recipes; excellent enrichment material for foreign language^ courses ; cultural 
and historical background nicely blended with facts bn native cookery 



' ' . FILMSTRIPS (SOUND) 
Filmstrips (Sound) in a Series ^ " 

FIRST JOBS. 9 color filmstrips, 5 cassette tapes, 12 duplicating "taasters, guide $159. 
Ed. Design, 1977. jhs' shs * 
Titles: THE JOB SEARCH; THINGS TO FIND OUT; TI?S FOR BEGINNING WORKERS; 

PAY AND TAXES; FAST FOODS; OFFICES-; RETAIL STORES; SUPERMARKETS; ' 
SERVICE STATIONS 

Aimed-^at young people seekingytheir first jobs," usually par't-time ones, in 
information on the nitty-gritty* of . looking for and finding put about jobs; includes 
specific areas where part-time jobs are often available; excellent^ mater tor 
pre-vocatlonal and guidance programs - , V ° 

FOOP AND US. 4 color filmstrips^ 4 c^ssett^tapres, ' guide $68. BFA, 1976.' elem jhs 
Titles: OUI^ FOOD NEEDS; HOW WE USE FOOD^ GETTING OUR FOOD; THE PROBLEMS OF^ FOOD 
SUPPLY ^ * . . ^ ' / ' 



Discusses nutrition, "trow nutriticfn affect^ body, how food is obtained, ^fficulties 
of supplying food where needed; features four children and their Vscien^ce projects" 
in 11 v^ photography and decent-looking origina^^^rtwork with voice-over narration 

HAND TOorf. 5 color filmstrips, 5 cassette tapes, guides $100, AIMS, /976^ jhs 
Titles: PLANNING YOlJR PROJECT;^ SELECTING YOUR MATERIAL; CUTTING AND* SHAPING YOUR 
PROJECT; ASSEMBLING YOUR PROJECT; FINISHING YOUR PROJECT 



Explains use of common hand tools, mentioprsS^ome power tools, gives appropriate 
safety precaution^ with power tools; assumes beginner has be.en introduced to concepts 



HAND t60LS. (Cont'd) ' . ' * 

of wood shop^- safety and tools; simple, easily understood explanations; best used , 
with/small groups for review, catch-up, or individualized project 

LET;s have, a garden/ 3 color filmstrips, 3 cassette tapes $39.95,. Rodale, 1974. 
, elem jhs-r? , . - - ' 

. Titles: PLANNING, PREPARING*, PLANTING;' MULCHING, MAINTENANCE, MAKING THINGS 
. ; GROW; PICKING, PJEELING^^ PRESERVING' ^ ' • . ' 

, Step-^by-step presentation on growing a vegetable garden from initial planning and 
. preparation ^o' final picking, peeling, preserving;^ directions well illustratTfed 
with colorful, well-composed photographs; no fertilizer or chemical ^pesticides ^ 
used; mulching and use of compost always recommended^ carefully illustrated; \ 
urges controlling harmful inseqts through using their .natural enemies and proper 
distribution of plants; excellent content; teacher's guide would help; multiracial 
representation in photographs; child's voice alternates with 'adult's in rfdrration; 
clear, no-nonsense', well-paced instructions 

METRICS FOR CAREER EDUCATION (six sound filmstrips). Described, on Mathematics Advisory 
Li'kt J . , . . ^ 

METRICS ON THE JOB (three souncj filmstrips). Described on Mathematics Advisory List 

NUTRITION FOR'YOUNCi PEOPLE. 4 .boxes each containing 1 color filmstrip, 1 cassette 
tape> guide $'94*50. each $26.." Guidance Assocs.,, 1976. elem jhs 

Titles: \?HAT IS FOOD?; WHY PEOPLE £AT WHAT THEY DO; hOW FOOD BECOMES A PART OF 
YOU; WHAT FOODS PEOPLE NEED ' = 

Series discusses various aspects of food from why people eat to why people shduld 
eat; ; thorough descriptions of food chain, food varieties , and wtrients; .attractive 
photography, succinct voice-^ver narration, well-designed visuals; discusses other 
disciplines, such as biology and chemistry, in relation to food; for middle grades, . 
and exploratory home economics ' ^ ' , 

RETAILING CAREERS: A CLOSER- LOOK. 3 color filmstrips 3 cassette tapes, guides $6p. 
-ADdS. 1975./ jhs-9 shs - , ' . 

Titles: ^'RETAIL 'CAREER OPPORTIJNITIES IN SELLING; RETAIL CAREER OPPORTUNITIES IN 
BUJING; RETAIL CAREER OPPORTUNITIES IN SERVICES 

Career opportunities in typical national cha?.n store; traces the founding of a \ , • 
large department store started in one area, illustrating its expansion up ladder 
"of success, revealing wide variety* of occupations available in retailing , business^ 
outlines basic job descriptions from clerk to truck driver to manager; ^excellent 
for unit introductions but not for in-depth exploration • >. * 



\ 



RECORDINGS (CASSETTE TAPES) 



MACHTOE TRANSCRIPTION. '\^2 cassette tapSs with 1 workbook $99. tanier, 1976! ' shs 

Titles: INTRODUCTION ^LEARNING TO TRANSCRIBE; SECRETARIiVL SKILLS; THE PROFESSIONAL 

Sg€RETARY; VOC^yLARY DEVELOPMENT; HYPHEN-IZATION/SYLLABICATIPN; ' 

•MEDICAL CDMMUNI^TIONS; LEGAL COMHUfJipATIGNS; GOVEBtNMENT COMMUNICATIONS ;,. 

./TRANSPORTATION FORNICATIONS; EDUCATIONAL COMMUNICATIONS; INSURANCE 

' ' COMMUNICATIONS 

1 ' , \ • * ^ 

individualized insfruct4.on dependent, on cassette tape equipment readily available 

'for student use; complete transcription course with exercises designed to conform 

^ to sp^icifiic jobs, such, as' legal>^ government, ahd medical communications, using • 

forins* and foirmats unique to each .business ; progresses from simple to more complex; 

fast paced; consumable studei\t manual with notes artd answers which enables its 

use as instructor^' s guide if desired; program requires, prerequisites — Typing I 

and mastery 6f basic grammax; machirt^s needed are on State Contract; additional 



MACHINE TRANSCRIPTION. (Cont'd) 



workbooks $5 each; students could perform taslcs outlined by instructor on tapes 
withbut the workbook— but they^ would have to die capable, alert, and motivated 
students ' ' , - ^, 



\ 



SLIDE SJETS (SOUND) 



.NUTRITION: FO'OD AND -HEALTH. . 2 units containing 151 colo^^Tsiides, '2 cassette tapes, . 
two 12*^' disc recordings 33 1/3 rpm, 2 carousel cartridges,' guide $124.50^ 
Ctt. Humanizes; 1975. jhs shs . " . - 

Modern, up-to-date presentation using teen»-agfers to convey nutrition message.; Part I 
takes sharp look at over-consumption of s.ugar, saturated fats, additives, while 
pointing out nutritious food groups; Part II discus^ses food and- Consumers," processed 
fopds, food advertisenients, hot^ consumers can act to influenfee food quality; (futz- 
gaiae "^f oinnat . ' ^ ^ ^ , ' . 
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